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I. "Hei-.' nerisiconic artillery aiming circles ( bussol ) 'PAB' and 'IB-1* have nov 
replaced the old artillery aiming circle *BNfT ' of Mikhailov ski -Turov . 
^Information dated early 1954^7 

S. "By means of the 'IT3* and '.13-1' one can" 

(r ) Very exactly me*' v ‘ ** J ^n^les 

(b) Determine the a 2 lrauth of the direction 

(e; Use both aiming ;.".‘S as ::.n ins oruiaeiiu or ouservution 

(a) Measure distance-. ’by ''cans of the angle -measuring net of the 

vrx locular ;>f the. aiming circle and a range-finding fcod. 

3. "The basic advantage of the above aiming circles is that vith them one can 
work and make observations in a shelter. 

4. ’* * P.B ’ consists of: 

(n) In ' or ientutor- aiming' circle 

(b) angle -measuring device of great precision 

(c) ,‘n optical part: 

Cl) a sighting monocular and 
(ii) a per is cm pit device 

Technical data: 

. . Magnification - 4 J * 

Field of vision, without periscope - 8°30' 

Field. of vision, with nericcone - 5° 
reriseopiarn ( o c r i ko pic hno a t ) - 35^ 

’/eight of aiming circle v;ith perlscooe - 1.89 kg 
’/eight of total ecuinrocrw: 

aiming circle, periscope and trinod - 6.5 kg 
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5- 11 'LB-1* consists of: 

(a) An orientator-aiming circle 

(b) A tfi angle -measuring device of great precision 

(c) An optical part: 

• ■ (*1) ' Q sighting monocular and 

... . j (2) a periscopic device 

Technical data: 

Magnification - Qx (old models 6*) 

Field of vision without periscope - 60 

Field of vision with periscope - 4.50 

Illumination - 6.25 
PerJjSCOpism - 400 min. 

6. ‘‘Other aiming circles ir. use are: 

BBT - very exact .lining circle (binocular) 

OB - lightened -lining circle" 
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